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PR I VAT E rSWn CE / DEPUTY 


FOREIGN MINISTER'S GUEST HOUSE 


T enterep thro lrg gate that had bars oh it 


jt T AKEN up some steps , Tb A PATIO , THRO SLIDING- GLASS DooRS 


TSMELL OF Pl ME UPON ENTER I MG- BLDG 


* taken UPSTAIRS To Z 6 FLooR 


Sd. FLOOR HALLWAY 


* GRE EN CARPET 


2d FLOOR ROOM I 


*_Plusm Blue carpet 


Jt TA BLE / PRESS ER / SML TABLE 4 BLUE CHAIR 'W WHITE ARMS, 


HEATERS mounted on separate walls 


A _HEAVy DRAPERIES ON A ROOM DIVIDER MADE OP STEEL/IRON 


BARS (ACCORDING TO THE GUARD the DIVIDER had JUST. J3EEN PUT 
there For the hostages ) CkoTE : BARS still HAD FRESH welding BURNS 

ON them) ■ - - - - - - - ; - - - ■ ■ 


*■ TV 4Q CLOSETS w/wRITE POORS TD THE RIGHT , AS You &CPSR ROOM 


(mir rors /M assets) 


+ ROO M WAS APR* SO'k 2.0*. .kJlTH A IE CEILING 


>+ FOAM MATTRESSES 


Jr WIT HIN THE LRG ROOM is A SEPARATE ROOM CONTAIN /MG THE BATHROOM 


BATHROOM 
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WasW'a Bfia ■ . \ , 

•Jt sin k 1 , shower and comwoDC (COM mope DID Not LjORR) - * window 
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„ .... 

2d FLOOR ROOM IC 

— 

* 10 - 12 IRANIAN PERSONNEL 

* small TABLE f Z CHAIRS 

— 

1*- VIDEO CAMERAS, LIGHTING AMD TAPE EQUIPMENT 



1st FLOOR OFFICE TYPE ROOMS 

* - 

Tt FOR ME01CAL- CHECK -OP AMD EXAM 
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